Arriving Alien Credible Fear Parole Determinations 2009-2011*** 

Calendar 

Year 

Cases 

Reviewed 

Granted 

% 

Denied 

% 

2009 

348 

248 

71% 

100 

29% 

2010 

2033 

1357 

67% 

676 

33% 

***2011 

1076 

856 

80% 

220 

20% 

Increases from 2009 to 2010 




Total Cases Reviewed 

1685 

484% 


Total Cases Granted (Released) 

1109 

447% 


***Year 2011 is not complete so calculations are not available. 



Note: This data may be released to OSLTC for publication in the ICE 
FOIA Reading Room 

***Year 2011 reflects months January through June 



















